The USO CLUB is located at 
315 N. RANDOLPH ST. 
CHAMPAIGN, ILLINOIS 


GENUINE CURTEICH-CHICAGO “c.T. ART-COLORTO N E*' POST CARD (REG. U.S. PAT.OFF.) 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 




U. S. O. Club, Champaign, Illinois 



"A Home away from Home" 

















